From owner-qrp-l@netcom.com  Sat Nov 12 17:38:11 1994
From: KevinN8XEE@aol.com
Date: Sat, 12 Nov 1994 14:46:59 -0500
Message-Id: <941112144657_6177833@aol.com>
Subject: VXO for Spider!

Thanks for your suggestions.  I connected a variable cap in series with the
crystal, at the pin that goes through R3 to ground, and it works like a
charm!  I get about 4KHz swing with an FT-243 xtal.  Special thanks to Bruce
Robertson, VE3UWL and Alan Kaul, W6RCL for their insight!

Best 73,
Kevin
N8XEE

